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Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
April 27, 1887 


Sir: 


The 25 pieces of gold proof coins paid by the Medal Clerk to the Cashier at the close of 
the quarter ending March 31, 1887 consisted of 4 double eagles, 8 eagles and 13 three dollar 
pieces; and the 41 pieces paid to the Coiner consisted of 3 eagles, 10 half eagles, 8 quarter eagles 
and 20 one dollar pieces. They were given in payment for gold proofs and gold medals at their 
face value and without further consideration. 


Very respectfully, 
J.V. Cracroft 
Medal Clerk 


Hon. D.M. Fox 
Superintendent U.S. Mint 
Phila. 


